2003 ANNUAL INDEX 





Civil Engineering Database Subject Heading Index 


The Civil Engineering Database (CEDB) is 
designed to provide free, easy bibliographic 
access to all ASCE publications. The database 
covers ASCE documents published since 1970. It 
provides access to all the journals, conference 
proceedings, books, standards, manuals, 
magazines, and newspapers. The index terms 
below were assigned to papers published in this 
journal during 2003 from a CEDB subject 
heading list. The CEDB and subject heading list 

be accessed on the Web al 


ce.orelcedbsrch.html 


Air conditioning 
Econ Application in Dual-Duct Air 
Ik-Seong Joo and Mingsh 


eng Liu; 9(4), 126-33 (2003) 


Handling Units 


Air flow 

Influence of Diffuser Jet Characteristics on Indoor 
Air Distribution under Actual Connecting 

Hongze Ren, Bin Zhao, Xianting 

Li, Hongming Fan, and Xudong Yang; 9(4), 


141-4 (2003) 


Conditions 


Air pollution 
Modeling Immune Building Systems for Bioterror 
Wladyslaw Kowalski, William 


3ahnfleth, and Amy Musser; 9(2), 86-96 (2003) 


ism Defense 


Architect/engineers 

The Bowers Program: Effects of Cross- 
Disciplinary Design Activities on Architectural 
Engineering Student Performance. Thomas 
E. Boothby and Rose M. Marra: 9(4), 119- 
(2003 

Architectural engineering 

The Bowers Program Effects of Cross- 
Disciplinary Design Activities on Architectural 
Engineering Student Performance Thomas 
E. Boothby and Rose M. Marra: 9(4), 119-25 
(2003) 

Architecture 

The Bowers  Progran ffects of Cross 
Disciplinary Design Activities on Architectural 
Engineering Student Performance Thomas 
E. Boothby and Rose M. Marra; 9(4), 119-25 
(2003). 

Arizona 

Cost-Benefit Analysis of Residential Energy 
Efficiency Upgrades in Phoenix, Arizona. 
Kenneth D. Walsh, Howard H. Bashford, and 
Malini Anand: 9(1), 11-7 (2003) 

Benefit cost ratios 


A 


Cost-Benefit Analysis Residential Energy 


Efficiency Upgi Phoenix, Arizona 
Kenneth D. Walsh, Howard H. Bashford, and 
Malini Anand: 9(1), 11-7 (2003) 

Building design 

Development of Boundary Structures for Complex- 
Shaped Buildings. 
L. Schodek: 9(1), 


The Bowers Program: 


Yong Gib Yun and Daniel 
18-25 (2003) 
Effects of Cross- 


Disciplinary Design Activities on Architectural 


Engineering Student Performance. Thomas 
E. Boothby and Rose M. Marra; 9(4), 119-25 
(2003). 


Buildings 

Variable-Frequency Drive Applications — in 

Nonmakeup-Air Exhaust Systems. — G. Wang 
and M. Liu; 9(4), 134-40 (2003) 

Influence of Diffuser Jet Characteristics on Indoor 
Air Distribution under Actual Connecting 
Conditions Hongze Ren, Bin Zhao, Xianting 
Li, Hongming Fan, and Xudong Yang; 9(4), 
141-4 (2003) 

Buildings, residential 

Feasibility of Rigidified Inflatable Structures for 
Housing. — Steven Van Dessel, Abdol R. Chini, 
and Achille Messac; 9(1), 1-10 (2003) 

Residential Floor Systems: Wood I-Joist Creep 
Behavior. — Benjamin Wisniewski and Harvey 
B. Manbeck: 9(1), 41-5 (2003) 

Case reports 

Case Study of the Failure of a Cross Vault: Church 
of Holyrood Abbey. D. Theodossopoulos, B 


P. Sinha, and A. S. Usmani; 9(3), 109-17 (2003) 


Composite materials 

Development of Boundary Structures for Complex- 
Shaped Buildings. — Yong Gib Yun and Daniel 
L. Schodek; 9(1), 18-25 (2003). 


Conductivity 
Modeling of Moisture Behavior of Wood Planks in 
Nonvented Flat Roofs. — Dominique Derome, 


Yves Fortin, and Paul Fazio; 9(1), 26-40 (2003). 


Conservation 

Case Study of the Failure of a Cross Vault: Church 
of Holyrood Abbey D. Theodossopoulos, B. 
P. Sinha, and A. S. Usmani: 9(3), 109-17 (2003) 


Cooling 
Economizer Application in Dual-Duct Ait 


Handling Units Ik-Seong Joo and Mingsh 


22 


eng Liu; 9(4), 126-33 (2003) 

Creep 

Residential Floor Systems: Wood I-Joist Creep 
Behavior Benjamin Wisniewski and Harvey 
B. Manbeck; 9(1), 41-5 (2003). 

Curtain walls 

Seismic Behavior of Curtain Walls Containing In 
sulating Glass Units Ali M. Memari, Richard 
\. Behr, and Paul A. Kremer; 9(2), 70-85 (2003) 

Curvature 

Development of Boundary Structures for Complex- 
Shaped Buildings Yong Gib Yun and Daniel 
L. Schodek; 9(1), 18-25 (2003). 

Cylindrical shelis 

Case Study of the Failure of a Cross Vault: Church 
of Holyrood Abbey. — D. Theodossopoulos, B 
P. Sinha, and A. S. Usmani; 9(3), 109-17 (2003). 

Design 

\ New Approach to Effective Use of Design Ratio- 

Jeffrey M. Molavi, Raymond 

McCall, and Anthony Songer; 9(2), 62-9 (2003). 


nale in Practice 


146 / JOURNAL OF ARCHITECTURAL ENGINEERING © ASCE / DECEMBER 2003 


Disinfection 

Modeling Immune Building Systems for Bioterror- 
ism Defense Wladyslaw Kowalski, William 
Bahnfleth, and Amy Musser; 9(2), 86-96 (2003). 


Distribution 

Influence of Diffuser Jet Characteristics on Indoor 
Air Distribution under Actual Connecting 
Conditions. — Hongze Ren, Bin Zhao, Xianting 
Li, Hongming Fan, and Xudong Yang: 9(4), 
141-4 (2003). 

Ducts 

Economizer Application in Dual-Duct Air 
Handling Units. 
eng Liu; 9(4), 126-33 (2003) 


Ik-Seong Joo and Mingsh- 


Energy conservation 

Economizer Application in Dual-Duct  Air- 
Handling Units. Ik-Seong Joo and Mingsh- 
eng Liu; 9(4), 126-33 (2003). 

Energy consumption 

Cost-Benefit Analysis of Residential Energy- 
Efficiency Upgrades in Phoenix, Arizona. 
Kenneth D. Walsh, Howard H. Bashford, and 
Malini Anand; 9(1), 11-7 (2003). 

Variable-Frequency Drive Applications in 

Nonmakeup-Air Exhaust Systems. G. Wang 
and M. Liu; 9(4), 134-40 (2003). 

Envelope 

Modeling of Moisture Behavior of Wood Planks in 
Nonvented Flat Roofs. Dominique Derome, 
Yves Fortin, and Paul Fazio; 9(1), 26-40 (2003). 

Esthetics 

Aesthetic Appraisal of Antenna Towers S 
Sreevidya and N. Subramanian; 9(3), 102-8 
(2003). 

Failures 

Case Study of the Failure of a Cross Vault: Church 
ot Holyrood Abbey D. Theodossopoulos, B 
P. Sinha, and A. S. Usmani; 9(3), 109-17 (2003) 

Fans 

Variable-Frequency — Drive Applications — in 
Nonmakeup-Air Exhaust Systems G. Wang 
and M. Liu: 9(4), 134-40 (2003) 

Filtration 

Modeling Immune Building Systems for Bioterror 
ism Defense. — Wladyslaw Kowalski, William 
Bahnfleth, and Amy Musser: 9(2), 86-96 (2003). 

Glass 

Seismic Behavior of Curtain Walls Containing In- 

Ali M. Memari, Richard 

A. Behr, and Paul A. Kremer; 9(2), 70-85 (2003). 


sulating Glass Units. 


Heat transfer coefficient 

Modeling of Moisture Behavior of Wood Planks in 
Nonvented Flat Roofs. Dominique Derome, 
Yves Fortin, and Paul Fazio; 9(1), 26-40 (2003). 

Heating 

Economizer Application in Dual-Duct  Air- 
Handling Units. — Ik-Seong Joo and Mingsh 
eng Liu; 9(4), 126-33 (2003). 





2003 ANNUAL INDEX 





Civil Engineering Database Subject Heading Index 


The Civil Engineering Database (CEDB) is 
designed to provide free, easy bibliographic 
access to all ASCE publications. The database 
covers ASCE documents published since 1970. It 
provides access to all the journals, conference 
proceedings, books, standards, manuals, 
magazines, and newspapers. The index terms 
below were assigned to papers published in this 
journal during 2003 from a CEDB subject 
heading list. The CEDB and subject heading list 

be accessed on the Web al 


ce.orelcedbsrch.html 


Air conditioning 
Econ Application in Dual-Duct Air 
Ik-Seong Joo and Mingsh 


eng Liu; 9(4), 126-33 (2003) 


Handling Units 


Air flow 

Influence of Diffuser Jet Characteristics on Indoor 
Air Distribution under Actual Connecting 

Hongze Ren, Bin Zhao, Xianting 

Li, Hongming Fan, and Xudong Yang; 9(4), 


141-4 (2003) 


Conditions 


Air pollution 
Modeling Immune Building Systems for Bioterror 
Wladyslaw Kowalski, William 


3ahnfleth, and Amy Musser; 9(2), 86-96 (2003) 


ism Defense 


Architect/engineers 

The Bowers Program: Effects of Cross- 
Disciplinary Design Activities on Architectural 
Engineering Student Performance. Thomas 
E. Boothby and Rose M. Marra: 9(4), 119- 
(2003 

Architectural engineering 

The Bowers Program Effects of Cross- 
Disciplinary Design Activities on Architectural 
Engineering Student Performance Thomas 
E. Boothby and Rose M. Marra: 9(4), 119-25 
(2003) 

Architecture 

The Bowers  Progran ffects of Cross 
Disciplinary Design Activities on Architectural 
Engineering Student Performance Thomas 
E. Boothby and Rose M. Marra; 9(4), 119-25 
(2003). 

Arizona 

Cost-Benefit Analysis of Residential Energy 
Efficiency Upgrades in Phoenix, Arizona. 
Kenneth D. Walsh, Howard H. Bashford, and 
Malini Anand: 9(1), 11-7 (2003) 

Benefit cost ratios 


A 


Cost-Benefit Analysis Residential Energy 


Efficiency Upgi Phoenix, Arizona 
Kenneth D. Walsh, Howard H. Bashford, and 
Malini Anand: 9(1), 11-7 (2003) 

Building design 

Development of Boundary Structures for Complex- 
Shaped Buildings. 
L. Schodek: 9(1), 


The Bowers Program: 


Yong Gib Yun and Daniel 
18-25 (2003) 
Effects of Cross- 


Disciplinary Design Activities on Architectural 


Engineering Student Performance. Thomas 
E. Boothby and Rose M. Marra; 9(4), 119-25 
(2003). 


Buildings 

Variable-Frequency Drive Applications — in 

Nonmakeup-Air Exhaust Systems. — G. Wang 
and M. Liu; 9(4), 134-40 (2003) 

Influence of Diffuser Jet Characteristics on Indoor 
Air Distribution under Actual Connecting 
Conditions Hongze Ren, Bin Zhao, Xianting 
Li, Hongming Fan, and Xudong Yang; 9(4), 
141-4 (2003) 

Buildings, residential 

Feasibility of Rigidified Inflatable Structures for 
Housing. — Steven Van Dessel, Abdol R. Chini, 
and Achille Messac; 9(1), 1-10 (2003) 

Residential Floor Systems: Wood I-Joist Creep 
Behavior. — Benjamin Wisniewski and Harvey 
B. Manbeck: 9(1), 41-5 (2003) 

Case reports 

Case Study of the Failure of a Cross Vault: Church 
of Holyrood Abbey. D. Theodossopoulos, B 


P. Sinha, and A. S. Usmani; 9(3), 109-17 (2003) 


Composite materials 

Development of Boundary Structures for Complex- 
Shaped Buildings. — Yong Gib Yun and Daniel 
L. Schodek; 9(1), 18-25 (2003). 


Conductivity 
Modeling of Moisture Behavior of Wood Planks in 
Nonvented Flat Roofs. — Dominique Derome, 


Yves Fortin, and Paul Fazio; 9(1), 26-40 (2003). 


Conservation 

Case Study of the Failure of a Cross Vault: Church 
of Holyrood Abbey D. Theodossopoulos, B. 
P. Sinha, and A. S. Usmani: 9(3), 109-17 (2003) 


Cooling 
Economizer Application in Dual-Duct Ait 


Handling Units Ik-Seong Joo and Mingsh 


22 


eng Liu; 9(4), 126-33 (2003) 

Creep 

Residential Floor Systems: Wood I-Joist Creep 
Behavior Benjamin Wisniewski and Harvey 
B. Manbeck; 9(1), 41-5 (2003). 

Curtain walls 

Seismic Behavior of Curtain Walls Containing In 
sulating Glass Units Ali M. Memari, Richard 
\. Behr, and Paul A. Kremer; 9(2), 70-85 (2003) 

Curvature 

Development of Boundary Structures for Complex- 
Shaped Buildings Yong Gib Yun and Daniel 
L. Schodek; 9(1), 18-25 (2003). 

Cylindrical shelis 

Case Study of the Failure of a Cross Vault: Church 
of Holyrood Abbey. — D. Theodossopoulos, B 
P. Sinha, and A. S. Usmani; 9(3), 109-17 (2003). 

Design 

\ New Approach to Effective Use of Design Ratio- 

Jeffrey M. Molavi, Raymond 

McCall, and Anthony Songer; 9(2), 62-9 (2003). 


nale in Practice 


146 / JOURNAL OF ARCHITECTURAL ENGINEERING © ASCE / DECEMBER 2003 


Disinfection 

Modeling Immune Building Systems for Bioterror- 
ism Defense Wladyslaw Kowalski, William 
Bahnfleth, and Amy Musser; 9(2), 86-96 (2003). 


Distribution 

Influence of Diffuser Jet Characteristics on Indoor 
Air Distribution under Actual Connecting 
Conditions. — Hongze Ren, Bin Zhao, Xianting 
Li, Hongming Fan, and Xudong Yang: 9(4), 
141-4 (2003). 

Ducts 

Economizer Application in Dual-Duct Air 
Handling Units. 
eng Liu; 9(4), 126-33 (2003) 


Ik-Seong Joo and Mingsh- 


Energy conservation 

Economizer Application in Dual-Duct  Air- 
Handling Units. Ik-Seong Joo and Mingsh- 
eng Liu; 9(4), 126-33 (2003). 

Energy consumption 

Cost-Benefit Analysis of Residential Energy- 
Efficiency Upgrades in Phoenix, Arizona. 
Kenneth D. Walsh, Howard H. Bashford, and 
Malini Anand; 9(1), 11-7 (2003). 

Variable-Frequency Drive Applications in 

Nonmakeup-Air Exhaust Systems. G. Wang 
and M. Liu; 9(4), 134-40 (2003). 

Envelope 

Modeling of Moisture Behavior of Wood Planks in 
Nonvented Flat Roofs. Dominique Derome, 
Yves Fortin, and Paul Fazio; 9(1), 26-40 (2003). 

Esthetics 

Aesthetic Appraisal of Antenna Towers S 
Sreevidya and N. Subramanian; 9(3), 102-8 
(2003). 

Failures 

Case Study of the Failure of a Cross Vault: Church 
ot Holyrood Abbey D. Theodossopoulos, B 
P. Sinha, and A. S. Usmani; 9(3), 109-17 (2003) 

Fans 

Variable-Frequency — Drive Applications — in 
Nonmakeup-Air Exhaust Systems G. Wang 
and M. Liu: 9(4), 134-40 (2003) 

Filtration 

Modeling Immune Building Systems for Bioterror 
ism Defense. — Wladyslaw Kowalski, William 
Bahnfleth, and Amy Musser: 9(2), 86-96 (2003). 

Glass 

Seismic Behavior of Curtain Walls Containing In- 

Ali M. Memari, Richard 

A. Behr, and Paul A. Kremer; 9(2), 70-85 (2003). 


sulating Glass Units. 


Heat transfer coefficient 

Modeling of Moisture Behavior of Wood Planks in 
Nonvented Flat Roofs. Dominique Derome, 
Yves Fortin, and Paul Fazio; 9(1), 26-40 (2003). 

Heating 

Economizer Application in Dual-Duct  Air- 
Handling Units. — Ik-Seong Joo and Mingsh 
eng Liu; 9(4), 126-33 (2003). 





History 

Aesthetic Appraisal of Antenna Towers. 
Sreevidya and N. Subramanian; 9(3), 
2003) 

Inflatable structures 

Feasibility of Rigidified Inflatable Structures for 
Steven Van Dessel, Abdol R. Chini, 


and Achille Messac; 9(1), 1-10 (2003). 


Housing 


Information retrieval 
\ New Approach to Effective Use of Design Ratio- 


nale in Practice Jeffrey M. Molavi, Raymond 
McCall, and Anthony Songer; 9(2), 62-9 (2003 

Joints 

Residential Floor Systems: Wood I-Joist Creep 
Behavior. Benjamin Wisniewski and Harvey 
B. Manbeck; 9(1), 41-5 (2003) 
Life cycle costs 

| 
| 


Feasibility of Rigidified Inflatable Structures for 


Housing Steven Van Dessel, Abdol R. Chini 
and Achille Messac: 


Masonry 


O(1) 1-10 


] 2003) 


Case Study of the Failure of a Cross Vault: ¢ 
ol Holyrood Abbey D. Theodossopoulos, B 
P. Sinha, and A. S. Usmani; 9(3), 109 
Models 
Modeling of Moisture Behavior of Wood Planks in 


Nonvented Flat Roofs Dominique Derome, 


7 (2003 


Yves Fortin, and Paul Fazio; 9 26-40 (2003) 

Moisture 

Modeling of Moisture Behavior of Wood Planks in 
Nonvented Flat Roofs Dominique Derome 
Yves Fortin, and Paul Fazio; 9(1), 26-40 (2003) 

Polymers 

Feasibility of Rigidified Inflatable 
Housing Steven Van Dessel, Abdol R. Chini, 


and Achille Messac: 9(1), 1-10 (2003) 


Structures fo! 


Residential locations 
Analysis 


Resident 


Cost-Benefit 
ficiency Upgrades in Phoenix, Arizona 


Kenneth D. Walsh 
Malini Anand; 9(1] 


Bashford, and 


Seismic response 
Seismic Behavior of Curtain Walls Containing In 
Ali M. Memari, Richard 
\. Behr, and Paul A. Kremer; 9(2) 


sulating Glass Units 


70-85 (2003) 


Simulation models 
Modeling Immune Building Systems for Bioterror 
Wladyslaw Kowalski, William 


leth, and Amy Musser: 9(2), 86-96 (2003) 


ism Defense. 


Sorption 
Modeling of Moisture Behavior of Wood Planks in 
Nonvented Flat Roofs Dominique Derome 


ves Fortin, and Paul Fazio; 9( 26-40 (2003 


Speed control 
Variable 


Frequency \pplicat 
Nonmakeup-Air ust Systems 


and M. Liu: 9(4), 134-40 (2003 


Structural analysis 


sibility 


steve 
Achille Messac: 
Structural safety 
Case Study of the Failure of 
of Holyrood Abbey 


P. Sinha, and A. S. | 


Teaching methods 
The Bower 


Disciplinary Design Activities on Architectural 


Engineering Student Performance Thomas 
E. Boothby and Rose M. Marra; 9(4), 119-25 


2003) 


lelecommunication 


Aesthetic Appraisal of Antenna Towers 


Sreevidya and N. Subramanian: 9(3), 


2003 


JOURNAL OF ARCHITECTURAL ENGINEERING © ASCE / DECEMBER 2003 / 147 


Terminology 


A New Approach to Effective Use of Design Ratio 


nale in Practice Jeffrey M. Molavi, Raymond 


McCall, and Anthony Songs 2), 62-9 (2003 


lerrorism 


Tests 
. Reh f 
Seismic Behavior of 
sulating Glass | 


4. Behr. and Paul A. Kremer; 9(2), 70-85 (2003 


Transmission towers 
Aesthetic Apprais 
Sreevidya 


2003) 


Ventilation 


Conditions 
Li, Hongming 
141-4 (2003 
Wood 
Modeling of Moisture Beh 
Nonvented Flat Roofs 
Yves Fortin, and Pau 
Wood floors 
Residential fF 
Behavior I 
B. Manbeck: 9 


Ali M. Memari, Richard 





2003 ANNUAL INDEX 





Anand, Malini 

Cost-Benefit Analysis of Residential Energy- 
Efficiency Upgrades in Phoenix, Arizona. 
Kenneth D. Walsh, Howard H. Bashford, and 
Malini Anand; 9(1), 11-7 (2003) 

Bahnfleth, William 

Modeling Immune Building Systems for Bioterror- 
ism Defense Wladyslaw Kowalski, William 
Bahnfleth, and Amy Musser: 9(2), 86-96 (2003). 

Bashford, Howard H. 

Cost-Benefit Analysis of Residential Energy- 
Efficiency Upgrades in Phoenix, Arizona. 
Kenneth D. Walsh, Howard H. Bashford, and 
Malini Anand; 9(1), 11-7 (2003). 

Behr, Richard A. 

Seismic Behavior of Curtain Walls Containing In 
sulating Glass Units. Ali M. Memari, Richard 
A. Behr, and Paul A. Kremer: 9(2), 70-85 (2003) 

Boothby, Thomas E. 

The Bowers Program: Effects of Cross- 

Disciplinary Design Activities on Architectural 

Engineering Student Performance Thomas 

E. Boothby and Rose M. Marra; 9(4), 119-25 

(2003) 


Chini, Abdol R. 

Feasibility of Rigidified Inflatable Structures for 

Steven Van Dessel, Abdol R. Chini, 
and Achille Messac: 9(1), 1-10 (2003) 

Chow, W. K. 

Review on Fire Safety Objectives and Application 


W. K. Chow and M. ¥ 


Housing 


for Airport Terminals. 


No: 9 ? | O7nS6G (2003 


Derome, Dominique 
Modeling of Moisture Behavior of Wood Planks in 
Nonvented Flat Roofs Dominique Derome, 


Yves Fortin, and Paul Fazio: 9(1), 26-40 (2003). 


Fan, Hongming 

Influence of Diffuser Jet Characteristics on Indoor 
Air Distribution under Actual Connecting 

Hongze Ren, Bin Zhao, Xianting 

Li, Hongming Fan, and Xudong Yang; 9(4), 

141-4 (2003 


Conditions 


Fazio, Paul 
Modeling of Moisture Behavior of Wood Planks in 
Nonvented Flat Roofs Dominique Derome, 


Yves Fortin, and Paul Fazio; 9(1), 26-40 (2003) 
Fortin, Yves 
Modeling of Moisture Behavior of Wood Planks in 

Nonvented Flat Roofs Dominique Derome, 

Yves Fortin, and Paul Fazio; 9(1), 26-40 (2003) 
Joo, Ik-Seong 
Economizer Application in Dual-Duct Ait 
Ik-Seong Joo and Mingsh- 
eng Liu: 9(4), 126-33 (2003) 


Handling Units 


Kowalski, Wladyslaw 

Modeling Immune Building Systems for Bioterror 
Wladyslaw Kowalski, William 
Bahnfleth, and Amy Musser; 9(2), 86-96 (2003) 


ism Defense. 


Author Index 


Kremer, Paul A. 

Seismic Behavior of Curtain Walls Containing In- 
sulating Glass Units. — Ali M. Memari, Richard 
A. Behr, and Paul A. Kremer; 9(2), 70-85 (2003). 

Li, Xianting 

Influence of Diffuser Jet Characteristics on Indoor 
Air Distribution under Actual Connecting 
Conditions. — Hongze Ren, Bin Zhao, Xianting 

Li, Hongming Fan, and Xudong Yang; 9(4), 

141-4 (2003) 


Liu, M. 
Variable-Frequency Drive Applications in 
Nonmakeup-Air Exhaust Systems. G. Wang 


and M. Liu; 9(4), 134-40 (2003). 


Liu, Mingsheng 

Economizer Application in Dual-Duct  Air- 
Handling Units. Ik-Seong Joo and Mingsh- 
eng Liu; 9(4), 126-33 (2003). 

Manbeck, Harvey B. 

Residential Floor Systems: Wood I-Joist Creep 
Behavior. Benjamin Wisniewski and Harvey 
B. Manbeck; 9(1), 41-5 (2003) 

Marra, Rose M. 

The Bowers Program: Effects of Cross- 
Disciplinary Design Activities on Architectural 
Engineering Student Performance Thomas 
E. Boothby and Rose M. Marra; 9(4), 119-25 
(2003) 

McCall, Raymond 

\ New Approach to Effective Use of Design Ratio- 
nale in Practice. — Jeffrey M. Molavi, Raymond 
McCall, and Anthony Songer; 9(2), 62-9 (2003) 

Memari, Ali M. 

Seismic Behavior of Curtain Walls Containing In- 

Ali M. Memari, Richard 

\. Behr, and Paul A. Kremer; 9(2), 70-85 (2003) 


sulating Glass Units 


Messac, Achille 

Feasibility of Rigidified Inflatable Structures for 
Steven Van Dessel, Abdol R. Chini, 
and Achille Messac; 9(1), 1-10 (2003). 


Housing 


Mokhtar, Ahmed 
Challenges of Designing Ablution Spaces in 
Mosques. Ahmed Mokhtar; 9(2), 55-61 


(2003) 
Molavi, Jeffrey M. 
\ New Approach to Effective Use of Design Ratio- 
Jeffrey M. Molavi, Raymond 


McCall, and Anthony Songer; 9(2), 62-9 (2003) 


nale in Practice 


Musser, Amy 

Modeling Immune Building Systems for Bioterro1 
Wladyslaw Kowalski, William 
Bahnfleth, and Amy Musser; 9(2), 86-96 (2003). 


ism Defense. 


Ng, M. Y. 
Review on Fire Safety Objectives and Application 
for Airport Terminals. — W. K. Chow and M. Y. 


Ng; 9(2), 47-54 (2003). 


148 / JOURNAL OF ARCHITECTURAL ENGINEERING © ASCE / DECEMBER 2003 


Parfitt, M. Kevin 

Review of Structural Analysis of Historic Build- 
ings: Restoration, Preservation, and Adaptive 
Reuse Applications for Architects and Engineers 
by J. Stanley Rabun. M. Kevin Parfitt; 9(1), 
46 (2003). 


Ren, Hongze 

Influence of Diffuser Jet Characteristics on Indoor 
Air Distribution under Actual Connecting 
Conditions. — Hongze Ren, Bin Zhao, Xianting 
Li, Hongming Fan, and Xudong Yang; 9(4), 
141-4 (2003). 


Schodek, Daniel L. 

Development of Boundary Structures for Complex- 
Shaped Buildings. — Yong Gib Yun and Daniel 
L. Schodek; 9(1), 18-25 (2003). 


Sinha, B. P. 

Case Study of the Failure of a Cross Vault: Church 
of Holyrood Abbey. — D. Theodossopoulos, B. 
P. Sinha, and A. S. Usmani; 9(3), 109-17 (2003). 


Songer, Anthony 

4 New Approach to Effective Use of Design Ratio- 
nale in Practice. — Jeffrey M. Molavi, Raymond 
McCall, and Anthony Songer; 9(2), 62-9 (2003). 


Sreevidya, S. 

Aesthetic Appraisal of Antenna Towers. S 
Sreevidya and N. Subramanian; 9(3), 102-8 
(2003) 

Subramanian, N. 

Aesthetic Appraisal of Antenna Towers. 5. 
Sreevidya and N. Subramanian; 9(3), 102-8 
(2003). 

Theodossopoulos, D. 

Case Study of the Failure of a Cross Vault: Church 
of Holyrood Abbey. — D. Theodossopoulos, B. 

P. Sinha, and A. S. Usmani; 9(3), 109-17 (2003). 


Usmani, A. S. 

Case Study of the Failure of a Cross Vault: Church 
of Holyrood Abbey D. Theodossopoulos, B. 
P. Sinha, and A. S. Usmani; 9(3), 109-17 (2003). 


Van Dessel, Steven 

Feasibility of Rigidified Inflatable Structures for 
Housing Steven Van Dessel, Abdol R. Chini, 
and Achille Messac; 9(1), 1-10 (2003). 


Walsh, Kenneth D. 

Cost-Benefit Analysis of Residential Energy- 
Efficiency Upgrades in Phoenix, Arizona 
Kenneth D. Walsh, Howard H. Bashford, and 
Malini Anand; 9(1), 11-7 (2003). 


Wang, G. 
Variable-Frequency Drive Applications — in 
Nonmakeup-Air Exhaust Systems. — G. Wang 


and M. Liu; 9(4), 134-40 (2003). 


Wisniewski, Benjamin 

Residential Floor Systems: Wood I-Joist Creep 
Behavior. — Benjamin Wisniewski and Harvey 
B. Manbeck; 9(1), 41-5 (2003). 





Yang, Xudong 


Influence of Diffuser Jet Characteristics on Indoor 


Air Distribution under Actual Connecting 


Conditions. — Hongze Ren, Bin Zhao, Xianting 
Li, Hongming Fan, and Xudong Yang; 9(4), 
141-4 (2003) 

Yun, Yong Gib 

Development of Boundary Structures for Complex- 
Shaped Buildings Yong Gib Yun and Daniel 
L. Schodek; 9(1), 18-25 (2003). 


Zhao, Bin 


Influence of Diffuser Jet Characteristics on Indoor 

Air Distribution under Actual Connecting 
Hongze Ren, Bin Zhao, Xianting 
Li, Hongming Fan, and Xudong Yang; 9(4), 


141-4 (2003) 


Conditions 


Zicherman, Joseph 


Fire Performance of 


Insulation 


(2003) 


Foam-Plastic 


Joseph Zicherman; 9(3), 97 


Building 


101] 


JOURNAL OF ARCHITECTURAL ENGINEERING © ASCE / DECEMBER 2003 / 149 














